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Message Text 



UNCLASSIFIED 

PAGE 01 DUBLIN 00305 071657Z 
64 

ACTION HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 DRC-01 RSC-01 /042W 

022678 

R 071637Z MAR 74 
FM AMEMBASSY DUBLIN 
TO SECSTATE WASHDC 5443 

UNCLAS DUBLIN 0305 

E.O. 11652: N/A 
TAGS: TBIO, El 

SUBJECT: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: STATE'S 037128 

1. GOI DEPARTMENT OF HEALTH WOULD APPRECIATE 
FOLLOWING ADDITIONAL INFORMATION ON RECALL OF SUBJECT 
PRODUCTS: 

A) HAS FDA BEEN MONITORING STERILITY OF QUOTE 

DESERET UNQUOTE INTRAVENOUS CATHETERS FOR A LONG TIME ?; 

B) IF SO, WHEN THEY DISCOVERED SAMPLES CONTAMINATED 
WITH MICRO-ORGANISMS ?; 

C) WHAT MICRO-ORGANISMS WERE INVOLVED ? 

SORENSON 
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